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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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AMENDMENT NO. 1 OCTOBER 2003 

TO 

IS 9449 (PART 2) : 1985 DIMENSIONS FOR TYRE 

VALVE THREADS 

PART 2 THREADS 9V1, 10V2 AND 12V1 

( Page 1, clause 4.1, line 2 ) — Substitute 'define' for 'defined'. 

( Page 1, Explanatory Note,para 1, line 1 ) — Substitute 'in'/or 'With'. 

( Page 1, Explanatory note, para 2, last sentence ) — Delete. 



(TED 7) 



Reprography Unit, BIS, New Delhi, India 
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Indian Standard 
DIMENSIONS FOR TYRE VALVE THREADS 

PART 2 THREADS 9V1, 10V2 AND 12V1 
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f. Scop© — Covers limiting dimensions and tolerances for tyre valve threads 9V1, 10 V2 and 12V1. 

2. Designation — Valve threads shall be designated as follows: 

Nominal Dimensions Designation 
mm 
9'4 X 0794 9V1 

10-3 x 0-907 10V2 

12-2 x 0-977 12V1 

3. Dimensions and tolerances shall be as given in Table 1. 

4. Thread Gauging — Shall be according to IS : 2334-1975 ' Gauging practice for ISO metric screw 
threads ( first revision ) *. 

4.1 Values as given in Table 1 have been calculated so that it is possible to apply to the threads 
thus defined the limit gauge inspection principles specified in IS : 2334-1975. 

For the fabrication of the gauges, the following tolerances extracted from IS : 2334 have 
been chosen: 

Pitch diameter to external thread cf«: 
24 /*m < r« < 50 /*m 

Outside diameter of external thread of: 
36 /*m < 7* < 85 /urn 

Pitch diameter of Internal thread D%\ 
24 fitn < Tdi < 50 pm 

Inside diameter of internal thread D\i 
38 pm < Tdi < 100 pm 



EXPLANATORY NOTE 

Tyre valve threads are special threads for valves used with tyre tubes. These threads are 
different frbm those covered by IS : 4218 ' ISO matric screw threads '. This Indian Standard 
(Part 2 ) is 8ne of a series of standards on tyre valva threads. Other Indian standards in this 
series are IS : 9449 ( Part 1 )-1980 covering 5V1, 5V2, 6V1 and 8V1 threads and IS : 9449 ( Part 3 ) 
covers threads 10V1, 15V1, 17V1 and 20V1. 

This and other parts of this standard are in conformity with corresponding parts of ISO 4570 
'Tyre valve threads', issued by the International Organization for Standardization (ISO). 
Hpwever, tyres valve threads 10V2 covered by ISO 4570/II has not been covered by the Indian 
Standards as this size of thread is now obsolete. 



Adopted 4 October 1085 



© October 1086, ISI 
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MANAK BHAVAN, BAHADUR SHAH 2AFAR MARG 
NEW DELHI 110002 
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